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Volume 5, 1971, completed our fifth year 
of publishing, which resulted in 30 issues. 
Since every issue contains a complete 
home-study course, there are over 30 
courses available for study. These 
courses include: 
1. MATH SERIES — Courses 3, 5, 9, 10, 
11, 12, 14, 19, 21, 22 
. MEASUREMENTS SERIES- Courses 
13, 16, 17, 18, 20, 23 
. ELECTRICITY/ELECTRONICS 
SERIES — Courses 24, 25, 26, 27, 28, 
29, 30 
. COMPUTER PROGRAMMING SER- 
IES — Begins with Course 31 in Issue 
31. 
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WHAT’S HAPPENING? 





HOWARD SCHAEVITZ 
APPOINTED 


Mr. Howard A. Schaevitz has been ap- 
pointed Vice-President, Marketing, 
Schaevitz Engineering. Mr. Schaevitz is 
an Electrical Engineering graduate of 
the University of Pennsylvania. Also an- 
nounced is the appointment of Mr. 
Joseph Lipshutz as Vice-President, Op- 
erations of Schaevitz Engineering. Mr. 
Lipshutz was previously product man- 
ager of the Schaevitz line of linear vari- 
able differential transformers. 


NIELSEN APPOINTED 


Howard A. Nielsen has been appointed 
senior Vice President of Marketing for 
Transducers, Inc. Mr. Nielsen has pa- 
tents on physiological pressure trans- 
ducers and has been involved with the 
field of physical measurement. Most re- 
cently, he was Vice President of Dentro- 
nics, Inc. He is also a registered pro- 
fessional engineer in the state of Cali- 
fornia, and is a member of ISA, SESA, 
SAWE, and other professionally oriented 
organizations. 


BBF ACQUIRES DYNISCO 


B. B. Frusztajer, President of the BBF 
Group, Inc. of Boston has announced 
the acquisition of Dynisco, formerly a 
division of Microdot, Inc., by BBF. Dy- 
nisco is one of the world’s leading man- 
ufacturers of pressure measurement in- 
struments used in the plastics industry 
and in other process control applications. 
The top management team consists of 
Gerard D. Eggleston, who has been 
appointed Vice President and Opera- 
tions Manager, and Richard T. Carrara, 
who has been appointed Vice President 
and Marketing Manager. 


WHITEHEAD AND 
TIERNEY APPOINTED 


R. J. Whitehead M. Tierney 


Robert J. Whitehead has been pro- 
moted to the position of Marketing Man- 
ager, Micro-Measurements Division. 

Mr. Michael Tierney is promoted to 
the position of Sales Manager, report- 
ing to Mr. Whitehead. 


BARNES 
APPOINTED 


R. Barnes, Jr. 


Robert B. Barnes, Jr., has been ap- 
pointed Director and President of Barnes 
Engineering Company. He joined the 
Company in 1968 and a year later was 
elected Assistant Treasurer. Mr. Barnes 
received his B.S. degree in Industrial 
Administration from Yale University in 
1962 and an M.B.A. from Harvard Uni- 
versity in 1964. Thereafter, he joined 
General Dynamics Corporation, San Die- 
go, California, as an Engineering Ad- 
ministrator and in 1966 was transferred 
to its corporate office in New York City 
as Assistant tothe Manager of Engineer- 
ing and Program Development. 


ASTM APPOINTMENTS 

Dr. Erle I. Shobert II, vice-president- 
Technology, Stackpole Carbon Co., was 
elected president of ASTM fora one-year 
term. Professor Rudard A. Jones, dir- 
ector, and Research Professor of Archi- 
tecture, University of Illinois, Small 
Homes Council - Building Research 
Council, Champaign, IIL, is the newvice 
president elected for a two-year term.— 
ASTM, 1916 Race St., Philadelphia, Pa. 
19103. 


WWWV WWVH BROADCAST 
MODIFICATIONS 

Effective July 1, 1971, the braodcast 
formats on WWWV and WWVH will be 
modified to reflect the changing needs 
for Time and Frequency and other re- 
lated services. One of the most signifi- 
cant changes will be the provision of 
voice announcements of the time each 
minute, instead of each five minutes. 
Further details are available from the 
Broadcast Services Section, Natural 
Bureau of Standards, Boulder, Color- 
ado 80302. Also effective July 1, 1971, 
WWVH will be operating from a new 
location on the island of Kauai, Hawaii, 
with an additional frequency and in- 
creased radiated power. 


FIRST JOINT MEASUREMENTS 
CONFERENCE 

The 1972 Joint Measurement Confer- 
ence, the first of its kind, is to be held 
June 21-23 at the Boulder, Colorado, 
Laboratories of the National Bureau of 
Standards. Sponsors: NBS, IEEE, ISA, 
NCSL, PMA. Theme is “The Role and 
Value of Measurement.” For further 
data: NBS, Office of Technical Infor- 
mation, Washington, D.C. 20234; (301) 
921-2691. 
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